To:  Davis,  Tim[Davis. Tim@epa.gov];  EOC  Public  I nformation[EOC_Public_l nformation@epa.gov]; 

Hart,  Daniel[Hart.Daniel@epa.gov] 

From:  Morin,  Jeff 

Sent:  Wed  8/12/2015  7:58:14  PM 

Subject:  RE:  Request  to  correct  EPA  homepage 


doing  it... 


Jeff  Morin 

Office  of  Web  Communications 
US  Environmental  Protection  Agency 
w 202-564-6553 


From:  Davis,  Tim 

Sent:  Wednesday,  August  12,  2015  3:57  PM 
To:  EOC  Public  Information;  Hart,  Daniel;  Morin,  Jeff 
Subject:  RE:  Request  to  correct  EPA  homepage 


Jeff/Danny?  Help!  © 


From:  Senn,  John  On  Behalf  Of  EOC  Public  Information 
Sent:  Wednesday,  August  12,  2015  1:56  PM 
To:  Hart,  Daniel;  Morin,  Jeff;  Davis,  Tim 
Subject:  Request  to  correct  EPA  homepage 
Importance:  High 


Hi  guys--can  someone  please  change  the  main  agency  home  page  so  that  the  scrolling 
banner  reads  "Gold  King  Mine"  instead  of  "King  Gold  Mine"? 


thanks, 

John 
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John  Senn 


EOC  Public  Information  Office 
202-250-8957 
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